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^ ./Ii-MR AN' UNIVERSITY Of rMOiNF.RKINfi & rr : ;CI INOLOGY. JAMSHORO 

Dated..05.2017 



Refere nce 


Notification No.MUET/SZAB-C/KHP/AR(Teach:)/273 dated 22.09.2016 


NOTIFICATION 

N,> Esir(Teach)£> *7 of 2017. In continuation to above on recommendations of Pro Vice Chancellor, 
Mel.ran University 6f Engineering & Technology, Shaheed Zulfiqoar Ali Bhutto Campus Khairpur Mirs* 
it is notified for the general information of all concerned that competent authority, Mehran University of 
linoinecriim & Technology, Jamshoro has re-constituted a procurement committee for MUET, SZAB 
Campus Khairpur Mirs’ as per SPPRA Rules, 2010 (Amended 2017), Government of Sindh consisting ol 
the following members: - , 

1. Prof. Alta Muhammad Phul Convenor 

Chairman, 

Deptt: of Civil Engg, 

MUET, SZAB Campus Khairpur Mirs' 

2. Prof. Dr. Ghous Bux Khaskkeli. 

Deptt: of Civil Engineering. 

ISRA University, Hyderabad 

3. Mr. Mir Sajjad Hussain Talpur, 

Principal. PTT1 / 

GCT. Khairpur Mirs* 

4 Mr. Arbab Ali Bhayo, 

Principal, VTC, Khairpur Mirs’ 

5. Mr. Waqas Ali Channa, 

Deputy Director finance, 

MUET, SZAB Campus Khairpur Mirs' 

6 Mr. Abdul Rasheed Phulpoto, Member 

Deputy Director 1C PC, 

MUET, SZAB Campus Khairpur Mirs* 

^ 7. Mr. Imdad 1 lussain Talpur, Member / Secretary 

Purchase & Store Oliicer. 


External Member 


External Member 


External Member 

Member 


The Terms of References (ToRs) of the above committee shall be as under: - 



Preparing Bidding Documents. 

Carrying out technical as well as financial evaluation of the bids. 

Preparing evaluation report as provided in Rule 45 

Making recommendations for the award of contract to the competent authority. 
Perform any other function ancillary and incidental to the above. 

Auction of Scrap Material & Date Palm Trees. 



REGISTRAR 




COPY TO ALL 


CON CER NED. 


Haroo Mai 


















.j|g yTF,HRAN UNIVERSITY 


OF ENGINEERING & TECHNOLOGY, JAMSHORO 

Dated: tf. .07.2017 



Reference 

Office Notification No.MUET/SZAB-C/KHP/AR(Estt: )/-847 dated 15.11.2014. 


NOTIFICATION 

No.Estt:(Teach: of 2017. In continuation to above on recommendations of 

Pro Vice Chancellor, Mehran University of Engineering & Technology Shaheed Zulfiquar Ali 
Bhutto Campus Khairpur Mirs, it is notified for the general information of all concerned that 
competent authority of the University has re-constituted Complaint Redressal Committee of MUET, 
SZAB Campus Khairpur Mirs’consisting of the following members: - 

1. Prof. Dr. Mukhtiar Ali Unar, Convenor 

Pro Vice Chancellor, 

MUET, SZAB Campus Khairpur Mirs’. 


1. Engr. Imdad Hussain Sial, 
Project Director, 

Shah Abdul Latif University, 
Khairpur Mirs’ 



The Divisional Accounts Officer, 
Khairpur Mirs’. 


Member 


Member 


The Terms of References (ToRs) of the above committee shall be to address the complaints of 
bidders / contractors that may occur during the pre-qualification of contractors for Civil / Electrical / 
External Development Works of MUET, SZAB campus Khairpur Mirs’ as per Rule No.31 of 
SPPRA Rules, 2010 (Amended 2017), Government of Sindh. 



REGISTRAR 


Copy f.w.cs to: 

1. All Committee Members. 

2. The Secretary to Vice Chancellor, MUET, Jamshoro. 

3. The Secretary to Pro Vice Chancellor, MUET, Jamshoro. 

4. The Secretary to Pro Vice Chancellor, MUET, SZAB Campus Khairpur Mirs’. 

5. Master File. 

6. Personal File. 


Paroo Mai 
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/‘ > vMEHRAN UNIVERSITY OF ENGINEERING AND TECHNOLOGY, 
SHAHEED Z.A. BHUTTO CAMPUS KHAIRPUR MIR’S 

ATTENDANCE SHEET OF PROCUREMENT COMMITTEE MEETING 
Name of Work 

Supply of I.T Equipments for various Department and offices at MUET, Shaheed Z.A Bhutto 
Campus Khairpur Mirs. 

Dated:25-10-2017 

Time: 11:30 AM 


1. Prof. Atta Muhammad Phull 
Civil Engineering Department 
Convener 

2. Prof Dr. Ghous Bux Khaskheli 
Department of Civil Engineering 
Isra University Hyderabad 
External Member 

3. Mir Sajjad Hussain Talpur 
Principal PTTI/GCT. Khairpur Mir’s 
External Member 

4. Mr. Arbab Ali Bhayo 
Principal VTC Khairpur Mir's 
External Member 

5. Mr. Waqas Ali Channa 
Deputy Director Finance 
Member 

6. Mr. Abdul Rasheed Phulpoto 
Deputy Director ICPC 
Member 

7. Mir Imdad Hussain Talpur 
Purchase & Store Officer 
Secretary 


















MEHRAN UNIVERSITY OF ENGINEERING AND TECHNOLOGY, 
SHAHEED Z.A. BHUTTO CAMPUS KHAIRPUR MIR’S 



ATTENDANCE SHEET OF REPRESENTATIVE OF FIRM WHO 

HAVE ATTENDED THE PROCUREMENT COMMITTEE 

MEETING 


Name of Work 

Supply of I.T. equipments for various departments and offices at MUET SZAB Campus 
Khairpur Mir’s 

Dated 25-10-2017 Time 11:30 AM 
















TENDER OPENING SHEET 



















Bid Evaluation Report 


1. Name of Procuring Agency: Mehran University of Engineering & Technology, Shaheed Z.A 

Bhutto Campus Khairpur Mir’s. 

2. l ender Reference No:MUE T/SZAB-C/DDF/KHP/-2280 Dated: 05-10-2017 

3. Tender Description/Name of work/item: Supply of I.T Equipments for various Department and offices at 

MUET, Shaheed Z.A Bhutto Campus Khairpur Mir’s 


4. Method of Procurement: Domestic / Local 

5. Tender Published: SPPRA Website on 09-10- 2017 

Print & Electronic Media (SPPRA ID. No. 2147483647 website on dated: 09-10-2017 & 
MUET, SZAB Campus website on dated: 09-10-2017). 


6. Total Bid documents Sold: Three (03) Nos. 

7. Total Bids Received: Three (03) No. 

8. Technical Bid Opening date: (if applicable) N/A _ (Provide details in separate form) 

9. No. of Bid technically qualified (if applicable): N/A _ 

10. Bid(s) Rejected: _ NIL _ 

11. Financial Bid Opening date: _ 25-10-2017 _ 

12. Bid Evaluation Report: 


5 

No 

Name of Firm or Bidder 

Cost offered by 
the Bidder 

Ranking in 
terms of 
cost 

Comparison 

with 

Estimated cost 

Reasons for 
acceptance/ 
rejection 

Remarks 

0 

1 

2 

3 

4 

5 

6 

1 . 

M/s Ideal Autonetics 
Karachi 

Rs. 642,100.00 

1 st lowest 

-24.79 % 

Below 

Accepted due to 

1 st lowest 


2. 

M/s International 

Business System Sukkur 

Rs. 764,500.00 

2 nd Lowest 

-10.45% Below 

2 nd Lowest 


3. 

M/s Sindh Traders 

Khairpur 

Rs. 834,530.00 

3 rd Lowest 

-2.25 % Below 

Highest 



Signatures of the Members of the Committee. 



Engr. Mir Sajjad HussainTalpur 
Principal PTTI/GCT, Khairpur Mir's 
External Member 


Prof. Dr. 
Civil Engi y 
ISRA Vn\ 



Mr. Abdul Rasheed PhuHpotd 
Deputy Director (ICPC) 

MUET. SZAB Campus Khairpur Mirs / Member 



askheli 

rtment 

ad /External Member 



Mr. Arbab AlFBfhayo 
Principal VTC Khairpur 
External Member 


r 

ftna 

unance 
?ampus Khairpur Mif s/Member 



Mir lmdad Hussain Talpur 
Purchase & Store Officer 
MUET.SZAB Campus Khairpur Mir’s / Secretary 



Prof. Atta Muhammad T^hull 
Civil Engineering Department 

MUET, Shaheed Z.A Bhutto Campus, Khairpur Mir’s/Convener 


























Record of Bid Opening 


NAME OF WORK: - Supply of I.T Equipments for various Department and offices at 

MUET, Shaheed Z.A Bhutto Campus Khairpur Mir’s 

Date and Time of Bid Opening: 25-10-2017 at 11:30 AM 

The Bid opening committee checked the bid that was received in Deputy Director Finance office, and 
ensured that total number of bid received was Three (03) & was properly sealed. (List attached as 
annexure-A). 

The committee opened the bid of Supply of FT Equipments for various Department and offices at 
MUET, Shaheed Z.A Bhutto Campus Khairpur Mir’s at the above time and date in presence ntending 
of contractor / representative (Attendance sheet is attached as annexure-B). 

The bidder name along with the offered bid amount and presence of a correct bid security was read 
aloud by the committee as follows:- 


s.# 

NAME OF BIDDER 

BID 

AMOUNT 

BID SECURITY 
AMOUNT 

NO. AND DATE OF BID 
SECURITY/ CHEQUE/ 
GUARANTEE WITH 
BANK NAME 

REMARKS 

PAKISTANI RS. 

PAKISTANI 

RS. 

1 . 

M/s Ideal 

Autonetics 

Karachi 

Rs. 642,100.00 

Rs.33,000.00 

Call Deposit P.O. 

No. 18733042,FIBL 

Bank Karachi 

Dated: 23-10-2017 

More than 
required 

2. 

M/s International 
Business System 
Sukkur 

Rs. 764,500.00 

Rs.30,000.00 

Call Deposit P.O. 

No.01958842,Soneri 
Bank Main Branch 
Sukkur Dated: 23-10- 
2017 

More than 
required 

3. 

M/s Sindh Traders 
Khairpur 

Rs. 834,530.00 

Rs. 43,000.00 

Call Deposit P.O. 

No.06081356.UBL 

Bank Khairpur Dated: 
24-10-2017 

More than 
required 



Engr. Mir Sajjad Hussain Talpur 
Principal PTTI/GCT, Khairpur Mir's 
External Member 


Prof. IKhaskheli 
Civil ZngtneerIn or Depai tment 
1SRX J/niversit)! Hyderabad /External Member 



Mr. Arbab Ali/Bhayo 
Principal VTC7Khairpur 
External Member 



Mr. Abdul RasheecNPhulpoto 
Deputy Director (ICPC) 

MUET, SZAB Campus Khairpur Mir's / Member MU 1 



anna 
r Finance 
,'ampus Khairpur Mirs/Member 




Mir Imeiadyl l\issain Talpur 
Purchased Store Officer 

MUET.SZAB Campus Khairpur Mir's Secretary 


Prof. Atta Muhammad Phull 
Civil Engineering Department 

MUET. Shaheed Z.A Bhutto Campus, Khairpur Mir's/Convencr 













LIST OF BID ISSUED / BID RECEIVED 


Name of Work:- Supply of I.T Equipments for various Department and 

offices at MUET, Shaheed Z.A Bhutto Campus Khairpur 
Mir’s 


s.# 

Bid Issued 

Bid Received 

1 . 

M/s Ideal Autonetics Karachi 

M/s Ideal Autonetics Karachi 

2. 

M/s Sindh Traders Khairpur 

M/s Sindh Traders Khairpur 

3. 

M/s International Business System 
Sukkur 

M/s International Business System 
Sukkur 










Comparative Statement for Supply of 1.1 ■ Equipments al Ml I T. Shalteed /..A Bhutto Campus Khairpur Mil's 






















BIDDERS QUALIFICATION REPORT 
Rule-46(i) single Stage one Envelope Procedure 


Name of Work:- Supply of I.T Equipments for various Department and offices at MUET, Shaheed 
Z.A Bhutto Campus Khairpur Mir’s 

Date and Time of Bid Opening: 25.10.2017 at 11:30 A.M 


Name of Bidder: M/s Ideal Autonetics Karachi 


Sr.# 

Eligibility 

Yes 

No 

1 

The Bidder/s should have Minimum Five years of experience in the supply of 
similar type of Goods 



2 

The Bidder/s should be the tax payer and registered with GST. 



J 

The Bidders should have at least Rs. 1,000,000.00 annual turnovers which would 
be verified by bank statement 








Name of Bidder: M/s Sindh Traders Khairpur 


Sr.# 

Eligibility 

Yes 

No 

1 

The Bidder/s should have Minimum Five years of experience in the supply of 
similar type of Goods 



2 

The Bidder/s should be the tax payer and registered with GST. 



J 

The Bidders should have at least Rs. 1,000,000.00 annual turnovers which would 
be verified by bank statement 




Name of Bidder: M/s International Business System Sukkur 


Sr.# 

Eligibility 

Yes 

No 

1 

The Bidder/s should have Minimum Five years of experience in the supply of 
similar type of Goods 



2 

The Bidder/s should be the tax payer and registered with GST. 

v/ 


3 

The Bidders should have at least Rs. 1,000,000.00 annual turnovers which would 
be verified by bank statement 

v/ 




Engr. Mir SajjaoMussain Talpur 
Principal PTTI/GCT, Khairpur Mir's 
External Member 



Mr. Abdul Rasheed Pnulpoto 
Deputy Director (ICPC) 

MUET. SZAB Campus Khairpur Mir’s / Member 


Prof. Dr. 
Civil Er 
ISRAl 



■Chaskheli 
tment 
abaci /External Member 


r Channa 
Sector Finance 
1 Campus Khairpur Mir's/Member 



Mr. Arbab Ali Iflhavo 
Principal VTC Khairpur 
External Member/ 



Mir I m dud/Hussain Talpur 
Purchase Store Officer 
MUET.SZAB Campus Khairpur Mir's / Secretar> 




Prof. Atta Muhammad Phull 
Civil Engineering Department 

MUET. Shaheed Z.A Bhutto Campus. Khairpur Mir's/Convcner 





























MEHRAN UMVERSITV OF ENGINEERING AM) TECHNOLOGY. SHAHEED Z.A 

BHUTTO CAMPUS KHA1RPUR MIR'S. 



MINUTES OF PROCUREMENT COMMITTEE FOR PROCUREMENT OF I.T EQUIPMENTS FOB 

VARIOUS DEPARTMENT AND OFFICES OF MDET. SHAHEED Z.A BHUTTO CAMPUS KHAIRPUR 

MIR’S HELD ON 25.10.2017 AT 11:30 A.M AT COMMITTEE ROOM MUET. SHAHEED Z.A 

BHUTTO CAMPUS KHAIRPUR MIR'S. 


1 he Meeting of Procurement Committee for procurement of I.T Equipments for various department and offices at 
MUE1, Shaheed Z.A Bhutto Campus Khairpur Mir s. was held on 25.10.2017 at 11.30 a.m at Committee Room of 
MUET, Shaheed Z.A Bhutto Campus Khairpur Mil's. The following attended the meeting. 

I. Prof.Atta Muhammad Phul Convener 

Civil Engineering Department 
MUET, SZAB Campus Khairpur Mil’s 


2 # 

Prof. Dr. Ghous Bux Khaskheli 

Civil Engineering Department 

ISRA University. Hyderabad 

External Member 

-> 

Engr. Mir Sajjad Hussain Talpur 

Principal PTTI/GTC. Khairpur Mir's 

External Member 

4. 

Mr. Arab Ali Bhayo 

Principal, VTC, Khairpur 

External Member 

5. 

Mr. Waqas Ali Channa 

Deputy Director Finance 

Member 

6. 

Mr. Abdul Rasheed Phulpoto 

Deputy Director ICPC 

Member 

7. 

Mir Imdad Hussain Talpur 

Purchase & Store Officer 

Secretary 


The meeting started with the name of Almighty Allah. Afterwards. Mr.Atta Muhammad Phull welcomed to the 
participants and thanked them for attending the meeting. 

Later on, the agenda was discussed and following recommendations were made as under: 


ITEM NO.01 TO OPEN AND SCRUTINIZE THE BIDS RECEIVED FROM THE FIRMS FOR 

PROCUREMENT OFI.T EQUIPMENTS FOR VARIOUS DEPARTMENT AND OFFIC ES 

OF MUET, SHAHEED Z.A BHUTTO CAMPUS KHAIRPUR MIR’S. 

The convener informed the committee that the bids were invited for Supply of I.T Equipment for various 
departments & offices at MUET. Shaheed Z.A Bhutto Campus Khairpur Mir' vide letter No:MUET/SZAB- 
C/KHP/DDF-2280 dated: 05-l0-20l7.The NIT along with the bidding documents were hoisted on SPPRA website 
and MUET. Shaheed Z.A Bhutto Campus Khairpur Mil's website. Total 03 Nos. contractors purchased the tender 
documents and same Nos. submitted the bids duly filled. The Tenders/ bids were opened on 25.10.2017at 11:30 a.m 
in the presence of suppliers and procurement committee members. The amount quoted / offered by the contactors 
was read aloud and recorded in the bid opening sheet which was then signed by the committee members and 
available / present contractors. 













The following bidders submitted their bids. 


1. M/s Ideal Autonetics, Karachi 

2. M/s International Business System Sukkur 

3. M/s Sindh Traders, Khairpur 


Tendered Cost 
Tendered Cost 
Tendered Cost 


Rs.642,100.00 
Rs.764.500.00 
Rs.834.530.00 


Later on the committee members scrutinized and evaluated the bids technically, arithmetically and financially as per 
the criteria mentioned in the bidding documents and prepared the bid evaluation report which is attached herewith. 

After evaluation, the committee found that the rate quoted by M/s Ideal Autonetics. Karachi was the lowest in 
competition. 

After detailed discussion, the Committee recommended to award the work of Supply of I.T Equipment for various 
department and offices at MUET, Shaheed Z.A Bhutto Campus Khairpur Mif s to M/s Ideal Autonetics, Karachi at 
the evaluated cost of Rs.642.100.00. 


The meeting ended with the vote of thanks to and from the Chair. 


Engr. I ssain Talpur Prof. D kheli 

Princif , Khairpur Mir's Civil Ei ent 





External Member 


ISRA University Hyderabad /External Member External Member 


Deputy Director (ICPC) 
MUET. SZAB. Campus 
Khairpur Mir's / Member 




Mir Imaad Emssain Talpur 
Purchased: Store 
MUET.SZAB Campus Khairpur 
Secretary 


Prof. Atta Mi 

Civil Engineering Department 

MUET. Shaheed Z.A Bhutto Campus, Khairpur Mir’s/Convener 








The En4 



